Qoe“ 


S2 AND DISCHARGE HIGH VOLTAGE ON 
BERRE SERVICING ! 


yune 
SYMPTOM 


\. NO VIDEO PICTURE OR POOR CONTRAST 
sounD AND BRIGHTNESS WORK PROPERLY 


2 NO SOUND OR LOW DISTORTED SOUND 


a. NO VERTICAL DEFLECTION 
(BRIGHT HORIZONTAL LINE ACROSS SCLEEN) 


4. No PICTURE OÊ BRIGHTNESS 
SOUND WORKS PeoPERLY 


5. No Pi cTOEE , BRIGHTNESS O seus D 


a. IF FILAMEMTS ARË LIT < 
(F ONË PLAMENT ISL\T TRAN ALL 
FILAMENTS ARE WEREING PROPERLY ) 


b. IF FLAMENTS DO NOT LIGHT 


PROBABLE CALSE 


v + 
CONTRAST TURNED DOWN 


yS 
VOLUME TURED DOWN 


Ve 


IN ORDER OF MOST 
LIKELY: 

və, V7, Vó. 
LEAST LIKELY, BUT 
Possi' uÑ E: 
V9, PICTURE TOBE 


OPEN FUSISTOR 
(e401 5) 
OPEN RECTIFIER 
( Y4o1) 
BLOWN EILAMENT FUSE 


OPEN TUBE FILAMENT 
(EXCEPT V9) 


POWER PLUG 
ON-OF E SWITCH 


TROLGLE SHOOTING uoe 
ComPUTGR SPACE DISPLAY 
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